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E.O. 11652: N/A 
TAGS: ASEC 

SUB J : CCTV ANKARA AND ISTANBUL 

1 . CCTV CABLE REQUIREMENTS FOR AMEMBASSY ANKARA 
AS FOLLOWS: 

CAMERA #1 ROOF RUN 85 FEET 
CAMERA #2 ROOF RUN 100 FEET 
CAMERA #3 ROOF RUN 100 FEET 
BUILDING DROP (50'X3) 150 FEET 
MSG DESK RUN (50'X3) 150 FEET 
TOTAL CABLE REQUIRED IS 585 FEET 

2. CCTV CABLE REQUIREMENTS FOR AMCONGEN ISTANBUL 
AS FOLLOWS: 

CAMERA #1 RUN TO MSG DEST 120 FEET 
CAMERA #2 RUN TO MSG DESK 120 FEET 
TOTAL CABLE REQUIRED IS 240 FEET 

3. TSO/OIC-PLEASE DETERMINE IF THREE ADVISOR 5 

HEADS CAN BE POUCHED FROM RTC FRANKFURT TO BUCHAREST 
FOR DAO EXPANSION PROJECT. 
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